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22 Iviay 1964 


MEMORANDUM FORs Dt. ain« 

Dr. Whe*lon 


I am eomsarned about reports oi deteriorating coordinatimt 
relatilonabipa between the XHrectorate of InteUlgenee and the 
Directorate of Science and Technology. 

1 remind yon that the interface Agreement of 30 Oetd3er 1963 
and the Executive Director's memorandum of 21 April 1964 on the 
Collection Guidance Stafit are conunand documents which establish 
giiidelines as to how relations are to be governed between the two 
organisations. These documents can be effective only if both sides 
undertake to inoplement them with objectivity and in the best inter* 
ests of the Agency as a whole. 

X expmet both of you to exert your maadmum leadership capa« 
bilities to ensure dxat reladons between your two Cdreetorates are 
of tibe highest and most effective order. 

/s/ • 

Marshall S. Orter 
Lieutenant Oeneral, USA 
Deputy Director 

Original - Mr. Cline 
Original - Dr. Wheelon 
cc - Mr. Kirkpatrick 
DDCI 
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